To:  Colaizzi,  Jennifer  C. [Colaizzi.Jennifer@epa.gov];  Hart,  Daniei[Hart.Daniei@epa.gov] 

From:  Morin,  Jeff 

Sent:  Wed  8/12/2015  4:06:54  PM 

Subject:  RE:  Gold  King  Mine  Adit  - EPA  Working  Assumptions  Drawing 

GoIdKinqMine-diaqram.ipq 


ATTACHED  - revision  with  definitions  added.  I INCLUDED  "EXAGGEWRATION  POINT"  not 
knowing  if  it's  real  or  not. 


DRMS...? 


Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 
w 202-564-6553 


From:  Colaizzi,  Jennifer  C. 

Sent:  Wednesday,  August  12,  2015  11:41  AM 
To:  Hart,  Daniel;  Morin,  Jeff 

Subject:  Re;  Gold  King  Mine  Adit  - EPA  Working  Assumptions  Drawing 


Info  provided  from  Mine  expert  in  EOC 


FRONT  VIEW 


DIA  is  2 foot  diameter 

native  slope  is  the  natural  (non-manmade  slope  of  the  interior  mine  tunnel) 

DELETE  dump 

existing  flume  is  natural  water  inside  the  mine  which  raises  with  water  level  table  - i.e. 
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precipitation  and  ground  water 


SIDE  VIEW 


unconsolidated  collapsed  material  --  collapsed  rock 


Adit  is  another  name  for  tunnel 


Exaggeration  point  --  not  sure  if  important  determinant.  Mine  expert  here  not  sure 
about  what  this  means.  --  might  means  were  tunnel  slopes  up  to  get  to  the  ore  body  in 
the  past  during  mining  operations 


From:  Hart,  Daniel 

Sent:  Wednesday,  August  12,  2015  11:18  AM 
To:  Colaizzi,  Jennifer  C. 

Subject:  FW:  Gold  King  Mine  Adit  - ERA  Working  Assumptions  Drawing 


Jeff  should  have  copied  you  on  this. 


Daniel  (Danny)  Hart  I Acting  Director  of  Web  Communications  | Office  of  Public  Affairs  | U.S.  ERA  | 
Tel:202.564.7577  I cell:  202,365.7095 


From:  Morin,  Jeff 

Sent:  Wednesday,  August  12,  2015  11:08  AM 

To:  StClair,  Christie 

Cc:  Hart,  Daniel;  Orquina,  Jessica 

Subject:  RE:  Gold  King  Mine  Adit  - ERA  Working  Assumptions  Drawing 


EDITED  IMAGE  ATTACHED. 
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In  addition  to  your  edits,  I moved  FRONT  VIEW  down  a little  so  that  its  water  level  line  aligns 
with  the  water  level  of  SIDE  VIEW. 


NOT  DONE  YET  - The  big  white  space  is  where  we  can  put  definitions  - Danny  is  help  me  get 
those. 


Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 
w 202-564-6553 


From:  StClair,  Christie 

Sent:  Wednesday,  August  12,  2015  10:10  AM 
To:  Morin,  Jeff 

Cc:  Hart,  Daniel;  Orquina,  Jessica 

Subject:  Re;  Gold  King  Mine  Adit  - EPA  Working  Assumptions  Drawing 


Thank  you!  Jeff  if  you  have  questions  please  ask. 


We  are  planning  to  use  this  for  the  admin  briefing  and  hopefully  can  release  to  media  today 


Christie  St.  Clair 

Office  of  Public  Affairs 
Environmental  Protection  Agency 

o:  202-564-2880 
m:  202-768-5780 

On  Aug  12,  2015,  at  8:08  AM,  "Morin,  Jeff  <Morin.Jeff@epa.gov>  wrote; 
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All  - I'll  make  these  edits  and  post  a draft. 


Will  reply  again  when  draft  is  on. 


Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 
w 202-564-6553 


From:  StClair,  Christie 

Sent:  Wednesday,  August  12,  2015  10:04  AM 
To:  Morin,  Jeff;  Hart,  Daniel;  Orquina,  Jessica 

Subject:  FW:  Gold  King  Mine  Adit  - EPA  Working  Assumptions  Drawing 


Christie  St.  Clair 

Office  of  Public  Affairs 

Environmental  Protection  Agency 

Washington,  DC 
o:  202-564-2880 
m:  202-768-5780 
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From:  Peterson,  Cynthia 

Sent:  T uesday,  August  1 1 , 201 5 2:39  PM 

To:  Way,  Steven 

Cc:  Ostrander,  David;  Smith,  Paula;  Faulk,  Libby;  Ackerman,  Joyce;  StClair,  Christie 
Subject:  FW:  Gold  King  Mine  Adit  - EPA  Working  Assumptions  Drawing 


Hi,  Steve. 


Joyce  sent  me  this  draft  diagram  for  David’s  presentation  this  afternoon.  Per 
Joyce’s  instructions,  we  are  not  going  to  include  it  unless  we  have  your  approval. 
Please  let  me  know  if  you  approve  or  if  you  have  any  edits.  EPA  HQ  is  reviewing 
concurrently. 


Thanks! 

Cynthia 


Cynthia  Peterson 

Community  Involvement  Coordinator 
Public  Affairs  and  Community  Involvement 
U.S.  Environmental  Protection  Agency,  Region  VIII 
1595  Wynkoop  St.  (80C-PAI) 

Denver,  CO  80202-1129 
303-312-6879  - direct  dial 


1794579 


ED  000552C  00026436-00005 


From:  Ackerman,  Joyce 

Sent:  Tuesday,  August  11,  2015  12:32  PM 

To:  Peterson,  Cynthia 

Subject:  FW:  Gold  King  Mine  Adit  - EPA  Working  Assumptions  Drawing 


From:  Petri,  Elliott  [mailto:Elliott.Petri@WestonSolutions.com1 
Sent:  Tuesday,  August  11,  2015  12:31  PM 
To:  Way,  Steven;  Ackerman,  Joyce 
Cc:  Robinson,  David;  Christner,  Jan 

Subject:  Gold  King  Mine  Adit  - EPA  Working  Assumptions  Drawing 


Hi  All, 

Please  find  attached  the  drafted  version  of  the  EPA  working  assumptions  drawing  for  the 
Gold  King  Adit.  Please  let  us  know  if  there  are  any  questions. 


Thank  You  All, 
Elliott  petri 


Elliott  Petri,  PE 

Weston  Solutions,  Inc. 
1435  Garrison  St,  Ste  100 
Lakewood,  CO  80215 
Ph:  303-729-6156 
Cell:  719-216-2754 
Fax:  303-729-6101 
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CONFIDENTIALITY : This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this 
email  from  your  system.  Thank  you. 
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